GOLDIE  CHAMBERS 
bom:  Oct.  22,  1894 
died: 
married: 


HLRP  (06-19-76): 

"Goldie  weighed  about  two  pounds  when  she  was 
born.  They  carried  her  around  on  a  pillow. 

Her  arms  were  so  small  that  my  mother  took 
off  her  wedding  ring  and  put  it  on  one  of 
her  arms  and  the  ring  went  all  the  way  up  to 
the  shoulder.  Goldie  was  always  a  close  friend 
of  the  Russell  family." 


